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The  University  of  Vermont  was  chartered 
in  1791  and  founded  by  Ira  Allen  (brother  of 
Ethan).  On  College  Green  are  the  statues  of 
its  founder  and  patron  and  of  the  Marquis  de 
Lafayette  who  laid  the  cornerstone  of  the  main 
building  in  1825. 
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